From: Bowman, Randal 

To: Douglas Domenech : Timothy Williams 

Subject: Chart of Monuments to be reviewed 

Date: Wednesday, May 03, 2017 9:50:56 AM 

Attachments: Monuments review chart.docx 


Here is a clean one - will be reviewed at meeting with Downey and SOL at 11, so for your 
personal use for now. Will get back to you when approved or revised 
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